HANCOCK,  NEW  HAMPSHIRE 

Hancock  Combination  Meeting  House  and  Town 
Hall  and  Village  Church.  One  of  the  few  left 
in  N.  H.  Has  a  Christopher  Wren  Steeple  with 
Paul    Revere   Bell    in   tower.     Built   in  1820. 
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